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officers demanded a commander-in-chief of their own choosing, and put forward Fleetwood as their candidate. Their aim was to shake off the control of Richard's civilian advisers, and make the army independent of the civil power. Richard firmly refused their demand, and the storm seemed to blow over, but the officers only waited for a more convenient opportunity.
In January, 1659, the necessity of providing money for the public service obliged Richard to call a Parliament. All the Republican leaders obtained seats, but more than two-thirds of the members elected were supporters of the Government. There was a long struggle over the recognition of Richard as Protector, followed by excited debates about the right of the members for Scotland and Ireland to sit in Parliament, and over the old question of the House of Lords. On all these points, the Government carried the day, but in the meantime the agitation in the army had begun again, and a council of officers repeated the demands made in the previous autumn. The Protector, backed by his Parliament, which was indignant at military dictation, ordered the council to cease meeting. The military leaders, allying themselves with the Republican minority in the House, refused obedience. A few colonels adhered to the Protector, and obeyed his orders, but they were deserted by their men, and all the regiments in London gathered round Fleetwood at St. James's. On behalf of the council of officers, Fleetwood and Desborough demanded the immediate dissolution of Parliament. " If he would dissolve Parliament,"